CATHEDRAL  OF  ST.  PETER  AND  ST  PAUL.        '/\.  plJ/J 
PHILADELPHIA.  PA.  '  I 

The  Cathedral  of  St.  Peter  and  St.  Paul  is  locate'diA^fehR  i  jCMg 
Si  between  Race  and  Vine  Sis.  It  is  a  splemfio  build*2ai'r^u*a|  JvJ 
mounted  by  a  liu^e  dome  51  feel  in  diametei  and  ligtem  -  Ail  * 

i,  cruciform  an       \fV-°  \J 
in  elaborate  Roman-Corinthian  style.    The  corner  stortP^was  — " 
laid  September  b.  18-18  and  trie  first  services  held  on  ftlsl"frt      «TH  |/ 
Sunday    1863.    The  Cathedral  was  dedicated  Novembei\l>/  U  f|  lif  IT 
1864.  <■  ' 
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